Brief comment text:

CG Range Link LLC opposes this petition. We are in the process of developing, and will soon begin selling and supporting, LoRaWAN-based systems in North America. We agree with the arguments outlined by the U.S. Chamber of Commerce in their letter dated 09/05/2024, opposing the petition. Approval of this petition would have a significant negative impact on CG Range Link, our potential customers, and the overall business landscape for LoRaWAN devices and solutions. Furthermore, it would place the U.S. at a substantial disadvantage compared to other countries that have already swiftly deployed LoRaWAN and similar systems in both the 915 and 868 MHz bands.
